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UNCLASSIFIED 

PAGE 01 STATE 109163 
ORIGIN SNM-05 

INFO OCT-01 ARA-14 ISO-OO AID-05 /025 R 

DRAFTED BY S/NM/TSD:FMPERRY:AH 
APPROVED BY S/NM/TSD:MWMCBEE 
AID/SER/INC:MEW AMPLER (INFO) 
LA/NC:DCOX (INFO) 

LA/SA:MKRANZ (INFO) 

114757 291550Z/65 

R 2821 15Z APR 78 
FM SECSTATE WASHDC 
TO AMEMBASSY BOGOTA 

UNCLAS STATE 109163 

E.O. 11652: N/A 

TAGS: SNAR 


Message Text 


SUBJECT: NARCOTICS CONTROL - AVIONICS EQUIPMENT, PIO/C'S 
69155 AND 69156 


REF: A) BOGOTA 3917, B) STATE 93849, C) STATE 87326, 

D) BOGOTA 2831 

1 . PIO/C 5-69155 WITH DOLLAR VALUE 8,200 RELEASED 4/27/78 
FOR PROCUREMENT AVIONICS EQUIPMENT REQUESTED REF D. 

2. PIO/C 5-69156 WITH DOLLAR VALUE 1,200 RELEASED 4/27/78 

FOR PROCUREMENT THREE EACH DC TO DC CONVERTERS REQUESTED 
REF. A. 


3. ONLY 28 VDC TO 1 15 VAC, 60 HERTZ INVERTERS FOR AIR- 
CRAFT USE WE CAN LOCATE ARE: 

-FLIGHTRONICS MODEL PC- 16 RATED 250 VA AT DOLS 672. 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 109163 

-KGS MODEL SPS-306 RATED 300 VA AT DOLS 795. 

TWO OR MORE UNITS MAY BE INSTALLED IN PARALLEL TO INCREASE 
LOAD CAPACITY. WEIGHT OF SINGLE UNIT APPROXIMATELY 18 
POUNDS. 

4. MISSION REQUESTED TO ADVISE CHOICE OF UNITS DESIRED. 

S/NM WILL INITIATE PROCUREMENT UPON MISSION REPLY. VANCE 
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